SEPA Environmental Event Report 


Elms Event Number ENV/0899725 Notification Number 1 

Event Description Odours from 2 sisters chicken factory, Coupar Angus. Caller says it smells of rotten flesh and also burning diesel. 


Reported By 
Surname 
Forename 
Organisation 
Name 
Address 1 
Address 2 
Address 3 
Town 
Post Code 
Tel No 
Fax No 

Email Address 


Receiving Officer 

Time Received 08:08:00 

Date Received 27-JUN-19 


Location 


Origin Public Complainant 

Affected Medium Air 

Investigating Team Falkirk, Alloa, Stirling and Perth 

Investigating Officer 


Time Responded 08:37:00 

Date Responded 27-JUN-19 

Within 24? Yes 

Located Notifiers Address? Yes 


Date Event Occurred 27-JUN-19 

Site Name 2 Sisters Poultry Limited, Coupar Angus RSASite? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment N/A 

Description 


Impact 

Category 4 - Other 

Type 

Odour 

Cause 

Unknow n 

Sector 

Industry 

Source 

IPC / PPC part A 

Sepa Activity 

PPC 

Potential Hazard 

Farm Name 



Complainants Notified? No Details 


Reported printed on 10-OCT-19 03:43 PM 
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SEPA Environmental Event Report 


Action 

Description 


27/06/19AA - Upon receiving the complaint via SCC, telephoned and emailed the 2 sisters factory regarding a 
complaint asking them to investigate. attended the area to carry out a FIDOL odour assessment in response 

to the complaint. No offensive odours were substantiated in the duration of the assessment. There were brief chicken 
factory odours at some points but faint and transient. 

Noted around 11:05 seagulls previously sitting on roof of factory became active and flew circling above the factory for 
sevear minutes then settled again, this coincided with a brief odour from the factory. Did not detect any diesel/fuel 
odours. Did not go on site as offensive odours not substantiated. Site odour assessment spreadsheet updated. 
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